SOUTH YARMOUTH, CAPE COD, MASS. 


The popular U. S. O. Club at Hyannis, Mass, 
is a Type A Building. More than 400,000 men 
in uniform have crossed the temporary board 
walk into the building in its first year. 
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U. S. O. Club, Hyannis, Mass. 
















